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5 2009 

■R 2/1l(5)/03-^ff. 3.— f^mt 3>F PlHfelf^d 5TT^?T luRt 

^ ^ wi srfafom, 2001 (2001 3>r 52 ) 3>t srt se wvm ( 2 ) ^ ^ (sr) $ 

^TTST STRT 14 (W) gTCT JRxT M^Vl O^^el q*ii^ 3?T JNFa id d^^cfl 1? f^T% 

srfSTpRPT 3>t ?TRT 58 3>t v3W*F (l) GT^TF^TR ^ oZlf^Rfi 3>t FfTWTft ^ fcFJ ftFp£ 
Wf^T ^ 3>t ^f^TI t H4>lftld f^TT ^TIcTT t IRT ^TT ^ # ft? VTWf 

W\HH\ W sRT 3T%^TT ^ VM»H 3 Hcbl^H 3>t cfT^ $ ^TcTTcft^T f^T 3>t ^ 

3FRTFT ^ Wld f^7TT ulT^IT | 


^ fcfrtft 3TT&F 3T TR ^ft ^cT 5TTM faPl^Hi ^ #f 4 %ofaT f^ 3>t ^T 3T#T 3>t 
^Tflf^r ^ cqf^f ^ fW? f^T Wq^TT I 

an^r 3T ^ ^ H*iPii¥icf> ^ t^r ^r^TcRT, #*tt m 

WT, 3TR.^.^r 1 ^ fiocft 110066 I 


HTOT fif^FT 

1. 3FT 3ik ]?m-(l) oFF ^T%FT 3FT 35urf ^?TT 3J^T (facT^T cfr 

oteTcff ^M<sld 3>t RRlf^Ji #? $f%) ^ft€FT ftf^FT, 2009 t I 


4055 GI/2009 


(I) 
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( 2 ) t g>t drfai cf?t 3 ^ 1 

2 . (facR^r ctacrt tR ^ f^ifert sfk tfcr) f^m, 

2009 (fuRt ^ ^FTc^ TOTcT ^cf Rm TRJT ^ ^ fafonf 2 ^ (l) if,- 

(^) ^ (3>) ^ TOffi f^HfolRdd ^5 3TcT:^nto f^n ufr^TT, 3Tgfa :— 

“ (^)” 3 SpT f^Rmt ^ v3TO5 5R*T 3lMcT t 

(h) ^ (n) ^ Hw'iii Pl^foiRgci ^5 3icT:^TTte f^n ^11^11, 3igfa :— 

“ ( 7 T^)” “^Epn-T? gr$” ^ g? czrfgg arP^cr t Rrt4^ 7 4> 3T#r 3fpn gSt ^Tt t;”; 

3. ^ RiPm+ 1 3 f^m 5, ^ H*4id R*-ifc-iR<ki RPl4H 3RT:^JTftcf fc^TT ^m^TT, 3Rjfa ;— 

“6. cto <£ ^ fen? ^5§n-(i) srpn snf^r eT^er fam ^rtw^i *r 

^rff emRiT w?rt 1 

( 2 ) vjMRPl^q ( 1 ) $ 3I#T s2J^t g?t 3Tpn RTRT 4R% ^ 4> fcT? 3TT^T JRoR I ^ $c^lR4> 

4 tor ^itttjtt 1 

*TRJ f^cR°l c^RRRpM sfPScf 4> teH? <JW 3TT^ET f^T ^TT?RT | 

( 3 ) v3MffrPm ( 2 ) 4> 3RfR 3TT^T 4> Tim ft'Hfclfad cRt #t- 

(?7) gSRTT ^ fqccft ^ TO 3 3H£ftd fl^tS ^IT T^TC ^ $<A4<lPlcb o5T[ IfRT 
TT^J TTc^ ^TR 3ffte ; 

(*l) 3A>rf TOdT ^ ^ TO ^ f^HTS ^TTO IRT ?T^J KR3 WJ ^T ^oT Wfcl'^fcT ^T 

U\ TRPJ f^Rtt ^T ^T ; #? 

(ti) Rf^f^e ! 

7 . srpn ^ ^ft-(i) f^nm 6 ^ itrt arr^^r ^ f^TR ^ tot?t 3<k m?ih ?t 
^rrf ^ ^RxiTcf f^> Tnft ar^ranaft ^t ttcR trt t ! 5nRr ^ <rrto ^ ^ 

^trt arcrf^r ^ ^ffR RPi^jh 8 ^ ^ f%«Nrft 3#? tri! ^ 3R2RfhT 2 ^ $cl4^iR<^ 

WT ^r f^TRT ^RlW^t R7 ^cT fcITcbl^ ^ fcR ^1^4^ ^Tpn ^FTT I 

( 2 ) im 3 ^r TfuR^E R^TTT 3ft7 STpIT-R^ gift 4>T TFf Tj^Rd? 4^TT ! 

(3) (1) ^ 3I#T ^fT 33^R R^>T ^ 3TpIT f cfR 4^ 3T4^t ^ fcR f^TRRT 3ffc 

3ft? 3Tcrf^ ^ feH? tol uIT TR^TT ! 

( 4 ) 3TpTT c^ T ^ 4 R ^I 4? fcR cRtf 3TTfel TnTTRr ^ 4RI ^1 4^ cfR RRT ^ f^TT WW 3^7 
arr^ tttsi ^rar sj^t, ^rt f^eert c^ m % srmRd f%nfg 3 ^r ^ §ei^iRcr> ^t ^rt 
? r^2T Rfg ^4? 4rt 4^8 d 4 fl ^nft i 


-II|imi>. <wu U HI’-Hll'il 'i' |U. I 


,. o«- #«f»>i-•»«■><• ' ■ t *<#»»«» -wm •# <■ • >* 


/** i 


j* »'». 
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(5 ) vtoRR*h (4) $ 3refk n<fict»ju| ■$ f^rr sniro inf^r to afhr toieih ?t ^ni to 1% 

WST Wft 3T^«TT3Tt TO TTTcH ftRTT TOT t, ajft 5nf^T ^ ^ HRT 3>t itcTf m 2 i 

3Tpn <tft tot i 

8 . cfacT TO RM^fr TOt 3T^ffrcT TOfi £ foR Rtopt 3fa SRf-TTo^ STplT-TOT ETT$ R ^ fcl fa d 
RTOpfi SlfafRTf TO TTTcFr^TT, 3WfcT :~ 

s 

(TO) ffcm ^WTOF^ ^ ^cT TO TOffRT f^cTRT *TR 3Tf^TTO ^ ETRT 14 (TO) 3T#T 

srf^gf^cT ffcm ^Rrropftr ^ fcR wm *nwt ^ arpyr ^rtt i 

ft) cfacT ^TOT RcRFT ^RTTOpftt ^ ifecT TO faM<*>Rll ^P^TT fvRT^ IcR 3TpTT gft 

; 

(*0 srpn-TO ett$ sprit crm to, ^cT *jfer toW 3ik Rcrft ^rppfM to f%wpnn ; 

(*) 3TprT-TO ETT$ ^Rf^Jd TO^TT 5RT4>l4# cfaoT TO UdfUd f^m M ^ 

^TTO 3Tpf$RT >RfT vTffiT t; 

m 3flt<?TO RRtoT 9 i TOfRRR^ ^TcT ^ TO TOR TOH ; 

(*T) 3T55TT-TO ETT$ ^cftfJcT TOTOT ^ OTITO $ ^ 3mff^ TO> 3tk ftifa 4$ 

^ TO^TTO fcPTTf ^ 3TOTit TOPPT ^ itcR TJo&TO tcPTT# fcR $*T vJTOJjT ^tcT ^t ^ 
TO^ 4 I) I 

(S) 3TpTT-TOT EJT$ ^T 3TOT RTOPT 3ifr STdf TO ^TcPT TO^TT f^Rt aj^r RRfei TO^ I 

9. $TOT ^-(l) fl^TTO 3fpTT-TO ^ ^ ^T ffcm ^RTTOPftf ^T PR f^TTOR TO efacT TO TO? 
Rft R>TO 4^t ^qd T itRT TO 'TOR cp^n | 

(2) TORRTO (1) ^ 3TEik RRRtd cT^cT ^T Mn ^t StfcPT % TO^ HRT $ itcR 
^54 % TOR ^t ; 

TO5 f*r jrto R Rf g^ sraftr ^ itro ^cr tort cRi i Wei R?i to RR^h 6 ^ 

toRRto ( 3) ^ (?f) ^ srit^r cl^d mR'^R ^it^r \3 rt to tot mR^ia sim ^Rd TOtt ^ezt 

q^d 'dcp^il I 

10. ^cT ^dcP^r ^T mR4I4-RR^4 9 ^ TORRTO ( 2 ) ^ TO^ ^ 3TE2RJH RcRFT ^RPPTi^t 
to RR^i ^t ?ti to srpn-^r? eTOI ^tot ^fTOjR ^ tort to btor fRt i 

11. spt gR[ ^cTOH-(i) sp, ir ^tt jtm RiTO-yd to; ^ ^RfsTOr TOri ^ fcr^ totort 

cTOjTT R> ITOm TOHtoW f^RTOT ^R 3lk ct^eT TO TOf^RT 3RT forfeit ^ 3TpW 3Tk STpTT ^ 

3TO R«iER 3ik srcif to arpici^ tortt t 1 

(2) TORfTOm (1) i> 3T#T TO<T ^t ^ f^TTOTO TO afft gRT TO^RcT fTOit TOfTWc!T i 
Rcrror s??ito# to 3rtf£m t tot ^r TOri ^ fcR TO^Rrit urr^ -& 
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'jflrpft 3ik teTOTOrf ^ $> mi vftm, qfcrfd sfk sri 3iFj4te m kt 

faRT 3rf^PT 3 3TwR<T \5T*TT ^ foP? 3>FT ^1l^ 4 ll I 


(3) vTFT ^tOT ^ fef^ TT^fPT fcfrl* ufT^ cnk f^cR^T ^tTTWkt ^ T^taRT 3 3RTT5eT ft 
%, ^FT 3^511-^ EJT$t 3Rpft dPld W f^cl^l £Rft>i*jyl ^ 5ISPT ^rpt 3?t c^pft FT?T 

^rf%cr ^RRT TktOT cf>\ ^ I fold ^Vn 1 


( 4 ) vTFT ^RRT *ktOT gft 3TWoI ^T ^TRTT f, ^ft &ZJ% 2JF ^TT % 3RJ5THTW ^ ^t *TRT 
ci5t arefSr ^ *ftre;~ 


fj>) Rd^i £i*|Wk' ^ k^eT W M^lcl RldRT 'fcR ^t ^ ^T ^tOT ^ ^ ^ 

gfeff sffc <*>fM cpt 3>kTT; 

(*j) ^t cfc c^T TToR ^ feR ^IvjfR ^ ^ntt ■?£TcJ5 cpt TRRI k^TT ; sfk 

(tt) RfTFH WFTtft W tf^RT f^lfeff 3 MfaTtfd ^PTT I 


(5) vTFT 3T^T-^ mft (4) <J> 3T#T ^ £RI to? ^T ^TJTToTT ^ 3 

31 #d ^FcTT 3ft «2J^t,-- 

(^>) 31^511 <41M 'tl ot oi 1 !! j 

(cr) ^kxT3f! kft flfit $ aiRi^d kt g? wt; 

(T|) STtoRRT Cf5t STRI 27 cfc 3TSfpT ^ 3PpTT-TR mft ^ to^T -*M^Pl«lT^«r> 4>K4l$4i 3U^T 

<r>Vn 1 

12. 3FpTT cPT ^R P T -^jt, Rtod 7 cfc 3I#T *RJR eft 7 T^ 3TpfT TPRT k ^T^TT ^ 3RpIT-^ 

m%.~ 

(cf>) f%fkR 8 ^ 3T#T fcP^t f^HFti 3fR *Rtf ^T STJTToR ^ ^ 3fMcl WT t ; 

(^) fapmn 9 C^ 3T#^T {^ Pt^ 3mf^ C^ ^t?R k^cf ^kr C^T ^RI ^ 3RTW WT t I 


3m 'RI8JT, MSlfd^lcb 
[ f^TPR-IIlM/Smr^W/185/09 ] 


I. ».| || 




I « 4 l. ••■li I Hr* I I.Mr-H 




[Will— WX54 ] 


wtsfirto: wmm 
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TOT 1 

[f^m 6 tto?] 

rsrtt (ftror £RTR>mM cfc ^Rofi w ^rr> wt^-t faftifeRi 3ifr $fct) W \ m, 2009 
^ gitftR ftror w 3 trot cRt} <jSt srpn <£ foR gn^r 1 

+i*?iPi^r<p 

vfA>lf qftlRl 

(fajR WcRT, RRR R^TC) 

R^jt RcT, ^RT RRR 
SfR^.^R 

R# feeft-110066 

RTCR 

^f/BR Rfr f^TOI $NN>hM ^ foftnfalW ^/t.....4 (RR^RR R5T 

^r rr) .grf^m ^ (sjf% rt r>4 rr rr) rctt ^bt ^/rcr ^ 

t wrt rsrt apfr (ftror <i> oRoff w ;jrr* R>t ftft r feq i sto faftRR, 

2009 c& sRH ^rqm 4 ^rrf^r f^TOT ^Rrwftt <£ ^ urt ftfer eRcT <£ *vjtRfm ^ fen? 

ST^RR? R> cfc fen? 3TRRR R^RT ^/RR^ f I 

2. ■fotfwrtt : W^RR viwtw RR....(RR^ft RR RR) 3ffa. 

.(eJTOdl^ RR RR 3^ ^TcTT) 4 ftpRfal f^T \5TRT t I 

3. RRRRR$ RR «zfh?T : vJTOK RMf, f^RW ^RT, Rf&nn <£ fcR JRFT RR ^RJTR ^ReJ ^ 

^Rf^R RTTRRR$ <£ sfft wr 4 fa? RR f I RRf RT ^ Pfalcb (e^J 

^rW R>t BRRftff R§t R?TT 3) SIR RIT$ faR tjij fapH 3RRTTO RT RRf R> RR RRT 
f^RW^t Rf^Rf R7[ 3lfaRTfaR R^t RT& v3*ft PR R> 3RT R^Tfajff R>t RR> rM r£T ReFR eft 
RTTeft t I 

R>) 3TT%rr> :...R5t (rr gfa rrrr) RMt/RRf/3TTfa R>t sift ^ b^t arfasR 

^ ^ ^ fcR RT%jR f^vRT vSTRT t 3flR R? 3IT^RR 4 ^ R^ RTTRRR^ <fi\ RrRRT <£ fcR 
vJTi^qi41 ?[RT I 
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is) czrfer : ....^ v&m) 3 tt^t atk cR?r £ ^rm 


cfr fcH<j ciijqxi f^TT ^ttdl ^ I 

if) Affi \#rc (^f>) "3T (^g) A czrf^rirt A f^t m(W*i ^ ^ ^Rtt t. 

3>t ^RjfacT 3>T <JcTTif/^cT t I 

4 . <M l lcf ff *TFR?T ^ ST^TcTT : ^T/^T.....(y<JW 3>T *m) $ 


fen?.......g>t (stErjw g>r im) 3T^rj*rt A ttt.*tt./3Rt 

(tTTO> 3>T ^TR 3lk WT)...^ 3F[*TR <Wlfac£l JMToft/3RIT 


(^tptcFj 3>t hr afar ^it) £ *nw/3Ri srrp^t *ttot ^ ^ ^rr ^/t i 

vJM^qn ^ ^ 3^§l Rl/H*U u IH*a TRT yfcT TTcTR vjTTcft % I 

^ /fHT^ W cRTfcT# 3 MI 'tjAl^cl fcR .f^m 

SRftWcTT £ sjk : 

^>) TT^t^T M fsb *11 ^/HR/ wsq |) 

*l) ERTZH yifi^fcT : 


IT) ^v3Tt <55RT ^T ST^ft^T : 

5 . v5^T viM**>* 3>T 'JWKd 3fft f^T 3TR>% cT^fT v^R>T ^ ^ 3T^TR cTSTT HIcKboH 

Rn=r y^r^t t : 



vJcMK'l 


vShto* ^T 3il^q>a*i 
Jd4 H iff** (Wj) 

. 

^.era* 

. 

4.CRT 




(BR^ToR) 


6.(<tf) ## ^TO...dl$l <S ./$o^iPW ^T gjTCf TRT fCJTR ^rcft*. 

y5t 3TT^R t$\H ^RfT ^ t I 

(^9) ^FO.dl$)<a./^elox^iPl^ ^T g[KI <>M^..,.. 

y5t ^eT yfcT^fct y^T ^RrT M t I 


i ll iHf P Ht f II|.-><M>H» «M» ' I • ' , N H+ »!♦< J W»H» I IWP W II- I «tM»» ■■^W «f *“♦ * I.*“*«*• ' 1 l -****"t‘ 


|i|K>i|||A'l|Mii|.||.Ki|i II 




















[m m— tspz4] 


^TTTcT <T5jq^ ; ^^IMK U I, 


(n),^/FT 3TfcT ^ftcT 5^TN W? ^cTJ^fT 3>T ^RT <TR^ cfc feH? WfcT ^/f I ^ ; 

7.3/FT gRT ft&R #7 ?Rlt cjtf S^HJoH 3RtfT “|*?RcT # 3*R «2|% <tft ufT^ 

gjoft ftRft urm ^ fcr? gfsfcpa ^ i/f I w 

8. 3/FT floUHH CTSTT ^ foP? ^ WT <fc feP? 3*3|f 3SRTT t& g l ffiffia Tfm\ 

3 3jW^T quo 3F>T hIcH 3r 3 ^ fcPJ ^T^Rcf ^j/3-l •-.-, 

9> 3/FT 43d4*l 3Rc!T ^/3Rcf t % 3^ WrtrFT ^TFT 3 3fl3cFT 3 ulHcblfl ^fgt t 3ffc 3RR 

^ uTF^t 7 TcRT tITf uTfift t eft 3TT3FT 3R%7cT I^T vWf I 

errtte....... . . wm\m. ........^...........i 


^r ^rm) 

3> foPJ 3|fr 3TR ^ 

(TOT 1 cf>T 3?T 3 3%<?) 


1. VJHWX ^ «zfft 


1 

vjqW^/TOR 

2 


3 

*ii«d ^TTC/tiom 

4 

*FMi <u41^ 

5 

qlc^vji 

6 

ftPwiu|/<HUlld ^T ^ - ;v^t- i :-,;;v ;\/. ;= 

■ 

HHch *WH <3 H*1|0fM^ cf>T 
(MHIum^l <& tfoF^T ^ 

8 

(WPa 5TfcT ^tcT^T ^ 


50 % *TROI *R ^>of 5lPl<4i 


100 % ’TROT tr JoT Ffrot.. 


9 

10 


,..W 




























8 


THE GAZETTE OF INDIA : EXTRAORDINARY 


[Part 111— Sec. 4] 


3R TTO TOcT 


w ^*5^ 


6 im tttt <JjcT siR^i 




f^TcTHT 


100 

50 

% 

! % 


2. ^ ajft 




WT 



WT 


H^lH *T0 


^cHI HO 


f-^cT 



TTT^cT 


^ afft 




f-^ef 


^ >MI$C 
3R[ 


4. ^ aM f^r HHIUM 


HI145 ^T TFT, TR5TF 3fk cpf 


y if) J I ^11 ei I cm 


y^II-UH TTf^rfcl 

(U^I-UH PFTFT ^ ^ ^ ^TcFH 


Hell 


f^H ch]^ 

i _ 


>111HI|l|I'll' f'l 1 II 


11'» *.JM|i'i *H : ' 1 • 1 lollHII |in* Hf »m >f »ll i||i | *4»*» •*> * <11- | H I" ■ w 




























[HFTIII—^§4] HKcTTT5TT5f: aromr^T 9 


T P^f ^to 

■ •'■;' ■«- ••■'•■ 

WfT -TO 




cR 

f 




5 . cfr 


<J>t cftfltf 


^144 ^ fcT^ Sflt^T f^ ^ c^eft 
<rft W5H 

5m ^ ^ fcT^~ 

ctf 



v^iq 35TT ^TO 

. 




^TT 



6. cfaef ^ 


1 


2 

5T45R 

3 

^«t>/1^ R *il 0 i/3i 1 ^ 1 ci <?^al 

4 

Hl^d ^fH/Ri^Ul 

5 


6 

qlo^'Ji 

7 

faftHWl/CMMW ^T 

8 

fodNI ^tN 

9 

50 % ^11^1 m gpeT glPMi.^RT 

10 

100 % 'wi w ^ct ^rPmi .-gve 


7.<idl<J ^ 3Tf^T*T ^*TT #wlRcT ^ (I<pfc4tp) 



aft $«ui4 &«m cfiR g5t t&h 




WT : 

^TRf f^>TT 7JT7 ^|4C ^ sft^ * 

cnfosr : 


cTT^sT 

■=rm. 


^TFf. 

..<£ feiv^ 3rft? vj^ sfr? ^ 

( 45 ^ ^>T 4h) 

T ptf ^5t '551 


Vo 5 5GJ/oq.-2 
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5IW 2 

(f^m 7 ^f&q) 

3Fp?E/3T^5lT qq 

TT. 

d*Hdl 


1. wrf a^qt (facRq q> ^cff qq qiqqsfq ^ f^rf^rt sftq $ffr) f^f^m,2009 

q> f^m 7 q> ^rwt q> 3f^RW 3, e^t v3Tfl^ 3 qq STJFT^T q? 3FpR cRc* 

cPTT^ ^ fcIM 3l^5lid cpycll Is I 

2 . ^ 3Tpl7 f^Rforf^T q> 3R2T#T t- 

(q>) f^R-q ^RREFtK! feTTT q> c^Rcl qq qf^RT ftRTRT TcR 3Tf^RR qft SRT 14 q> 7^5 (^>) 3Rffa 
arfiRjfacT foRq q> foiq ^ qrw q> fRh ; 

(71) f^TRl ffTHE q ^ T q? q>qc7 Tffeofi qq cHIRTT W^TT fuTTT^ fciq 3TpTT ^ TRjft qft q^ 

; 

(71) 3EpTT-qof qrfr qft cTFTcT qq f^cR^I ^RTq>qfti qq cTqc7 ^ f^qT ^TP^qT zfo cTTOT vqqrn I 
(ti) srpn-qq gtft q? ^Ptf^q q>W toqq q> eRcr qq Rrtr qqq q?r ^q 7 m 

arj^rcf %qr umpq ; 

(^ 3Tpn-qq qrft qf% eraqr qq> ^qq qqq eft cRef qfrq qq qrqm q^qr ; 

(q) srprr-qq m%, f^ftq q$ qft q^q> tcTRT^t q> 3tq q> onqqft krt q> ^Rr qRtq? fcrqrft q> fcrq 
• ^cftftd vjqqqR q> vj^qiqq q> qqft sftq vjqp ^q ct^ q?Rr qq ftqqq ^qt q?r qqp q£q t 3ik4 
afft" «2jqf q?f qqrqrfcrcr q^TToft 7 ^ “ft qqqrr f^q qnxpt ■ 

(b) arpn-qq grft ftqqq ^rqqsqftt q> ^ spq ce^i^ii ^qn ^qt qi%, f^qi^ fcR 

3T^5lT q?r ^ I 

3 . q? 3 t^t.... .%.qq? f^qRT ?Rft aitq sftq wf^flcr qq 

^ Htjl^d %qT w qr^qr 1 sqq ^ ^ srjqkq ^ f%^rq 3Tpq ^ t^qpq ^ 
w ^ ^rqqqqM ^ qiqqr q£f cRt 1 

* 4 . 'sqq^q ^ fcqj ^ei 3i73cn.t #7 qq ar^qtf^i ^ 

arjqqqqq^ #rr wflq 1 

5 . v5fBt gqf3oite>q qq %cnqr qqR sjqt gRi qr^Rte f^n qrrar t 3ftq f^RT ^rqqpqWr qq 

ftraRi qqR qrqrt^Rr it qmn t, q?i 3 tt^^ q^fr srpn qiqr ^rtt 1 

6. diTl^.q?t ?7qT5iRd f^qr j iqi 3itq ^6^ qq f^qi qqT 1 


(qrf^g) 

^jrf q^RTT 6^qt 


. ..., f*4»**mw*W » « 1 ,umwn wf-mpiipWPiM^ 1 *^|np*»'•■** ‘* *• *»' 


■1 nt»*tmt ■ nmmm- w* mm >»f i> n 











['TFT III—TsP^ 4] 


'TTCTT TITO : 3TOT«nT0T 


1 . v*M **>i 







*TT^cT ^m/^5JT 


mm 


(WT 2 ^ % 1 tfaTj) 
3FprtT?T $ 


frProfa cFT tpf 

so % <iw u i ^ spr 5 #rar.. 

........^Z 

100 % '*TK U I T< f of SlPl^i . 

. 



^PT sfa 
wsut 



’TRT 7 RT 


w STfa 

w fipt 

$d glM 

■fcT STpMi 

Ridixi 

50 

% 

*TR*r 

100 

% 

*TNW 

50 

% 

TTRW 

100 

% 

w 




2 . eh el cj> izfft 


1 


2 

H«tfR 

3 


EH 

’Ml'Sd HfJi/WW! 



6 

4tc^ 

7 

r^R’HT u l/3il't|lc1 cf5T c*4 

8 

^TRT^r 

9 

50 % ^TN^T W f^cT fltol.^ 

10 

ioo % w^cr uf%^T.dre 

11 

<j4l4> <^«j'oT TJi'Uell ^ 
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3. *R oRH? glfer efaR 31^HlRd ^FpT 



_Total Losses at: 1 


50% loading - 520 Watts 
100% loading - 1800 Watts 


Equipment 

: Distribution Transformer 

Type 

: Oil filled naturally cooled 

Make 

: XXX 

Capacity 

: 100kVA 

Voltage 

: upto IlkV 



BEE/XYZiMfOO 


Under le*t conditions, when tested in accordance 
with IS 1180:1989 

3 cfefel -^Raell cpfe f^JT ^RTT % fuT^t fcTcf^T ^R cPTP? TR ^«ici *R vifeclRsd 

%^T RTcTT % I 

4. efaeT 3mK. 3ik efacf ^RfT «Z£?t cM ^ 353lf ^BRTT 

3£?t (f^RT ^ ^cft *R \RT^ f^TfejT 3ffr ftfcT) faRttPT, 2009 

^ TTOI | 


<TFfrs 

BRTT5R. 

^. 

WTFL 


cfc fcR 3?fc 3Tk ^ 
^TFT) 
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vm 3 

[ ftPum 7 ( 2 ) Sfaq] 
sigsinra aiRjft 3>r ^f«Re? 


3>*T 

30 

3)1^1 H"3| 'HXSdi 

3tk ST^fTHTsT 
3ft dlfto 

3^51-33 3T$ 

33 3T3 3$*? sfft 
(333* ^ri^r, 
33T fft3 <jft<5 

333, 3^3 30 

30, ^-^cf, 
^333^) 

W*W $ 
fcT33) 
foPJ 3T^5n 
33J7 3ft 3^ 

t 1 

Vrs. 

3TT33 

ftrarcr w 

3T 3$tdl 3?TC 

3T55II 
'ttxaqi sftr 

7[pt3> chot 
mm 

3? 313& 

ftTCT^ fcF3 

3T5W 3^7 
3ft Mt 

- 

1 

2 

3 

4 

5 

6 

7 


ctaof nfcl^fcl 3ft 3^ft W3 

sWfl ^M+ti (aft>) 

$$3£lR<b 3cZfcf3R (®fR) 5RT 
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31I$<H 3ftfl, 3131 ^353 33 afar 
(333 f%3re 
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8 

9 

10 
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THE BUREAU OF ENERGY EFFICIENCY 
NOTIFICATION 

New Delhi, the 5th November, 2009 


No. 2/ll(5)/03-BEE. 3.—The following draft of certain regulations which the Bureau, 
with the previous approval of the Central Government, proposes to make in exercise of the 
powers conferred by clause (d) of section 14 read with clause (i) of sub-section (2) of section 
58 of the Energy Conservation Act, 2001 (52 of 2001), is hereby published as required by 
sub-section (1) of section 58 of the said Act for the information of all persons likely to be 
affected thereby; and notice is hereby given that the said draft regulations shall be taken into 
consideration on or after the expiry of a period of forty five days from the date of publication 
of this notification in the Official Gazette. 

Any objection or suggestion which may be received from any person with respect to 
the said draft regulations before the expiry of the aforesaid period of forty five days shall be 
taken into consideration by the Bureau. 

Objection or suggestion, if any, may be addressed to the Director - General, Bureau of 
Energy Efficiency, Ministry of Power, 4 th Floor, Sewa Bhavan, R. K. Puram, Sector-1, New 
Delhi-110 066. 


Draft Regulations 

1. Short title and commencement.- (1) These regulations may be called the Bureau of 
Energy Efficiency (Particulars and Manner of their Display on Labels of Distribution 
Transformers) Amendment Regulations, 2009. 

(2) They shall come into force on the date of their final publication in the Official 
Gazette. 

2. In the Bureau of Energy Efficiency (Particulars and Manner of their Display on 
Labels of Distribution Transformers) Regulations, 2009 (hereinafter referred to as the 
principal regulations), in regulation 2, in sub-regulation (1),- 

(a) after clause (a), the following clause shall be inserted, namely:- 
“(aa)“ Form” means a form appended to these regulations;”; 

(b) after clause (c), the following clause shall be inserted, namely:- 

“(ca) permittee” ’’means a person to whom permission has been granted under 
regulation 7;”; 
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3 In the principal regulations, after regulation 5, the following regulations shall be 
inserted, namely:- 

“6. Permission for display of label.- (1) No label shall be affixed on a distribution 
transformer without obtaining the permission of the Bureau. 

(2) For the purpose of obtaining permission under sub-regulation (1), an application 
shall be made in Form-I or in electronic form; 

Provided that separate application shall be made for each model of distribution 
transformer; 

(3) Every application under sub-regulation (2) shall be accompanied by - 

(a) an application fee of rupees one thousand payable by demand draft drawn in 
favour of the Bureau of Energy Efficiency, New Delhi or by any electronic 
mode of payment; 

(b) a label Security Fee of rupees one lakh payable by demand draft drawn in 
favour of the Bureau of Energy Efficiency, New Delhi or by any electronic 
mode of payment; 

(c) documents specified therein. 

7. Grant of permission.^ 1) On receipt of an application under regulation 6 and after 
being satisfied that all requirements are therein complied with, the Bureau may, within a 
period of one month from the date of such receipt, grant, subject to such terms and conditions 
as are specified in regulation 8, permission for affixing label on distribution transformer in 
Form-II or in electronic form. 

(2) The Bureau shall maintain a register in Form-Ill and enter the name of 
permittee therein. 

(3) The permission so granted under sub-regulation (1) shall be valid for a period 
of three years and may be renewed for a further period of three years by the Bureau. 

(4) An application for renewal of permission shall be made at least three months 
before its expiry and shall be accompanied by a fee of rupees five hundred payable by 
demand draft drawn in favour of the Bureau of Energy Efficiency, New Delhi or by any 
electronic mode of payment. 

(5) On receipt of application for renewal under sub^regulation (4) and after being 
satisfied that all requirements are complied with, the Bureau may, within a period of one 
month from the date of such receipt, renew permission in Form IL 
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8. Terms and conditions for display of particulars on label. - Every permittee shall 
comply with the following terms and conditions, namely > 

(a) The star level displayed on the label of the distribution transformer shall 
conform to energy consumption standards for distribution transformer notified 
under clause (a) of section 14 of the Act; 

(b) the label shall be affixed only on such model of distribution transformer for 
which permission has been granted; 

(c) the label shall be printed and affixed on the distribution transformer at the 
cost of the permittee; 

(d) the permittee shall ensure that the star level displayed on the label of 
distribution transformer shall be maintained at all time; 

(e) the permittee shall pay the label fee as specified in regulation 9; 

(f) the permittee shall furnish to the Bureau a statement containing details of 
production of labelled equipment and the accrued labelling fee due for each 
quarter within the following month of the close of each quarter of the financial 
year; 

(g) the permittee shall comply with such other terms and conditions which the 
Bureau may specify. 

9. Label Fee. - (1) Every permittee shall pay to the Bureau a label fee of rupees one 
hundred on each label affixed on the distribution transformer. 

(2) The label fee specified under sub-regulation (1) shall be paid annually within 
one month from the date of closure of each financial year: 

Provided that on failure to pay the label fee within the period so specified, the Bureau 
may recover the amount due with interest thereon at ten per cent, from the Label Security Fee 
paid under clause (b) of sub-regulation (3) of regulation 6. 

10. Refund of Label Security Fee: Subject to the proviso to sub-regulation (2) of 
regulation 9, a permittee shall be entitled to a refund of the Label Security Fee on ceasing to 
manufacture distribution transformer. 


11. Verification by the Bureau - (1) The Bureau may, either suo motu, or on the complaint 
received by it, cairy out verification to ensure that the distribution transformer conforms to 
the star level and other particulars displayed on its label and that it complies with the other 
terms and conditions of permission. 

(2) Where upon a complaint received under sub-regulation (1), the Bureau is 
required to carry out verification by testing the distribution transformer in a laboratory, a 
notice shall be issued to the permittee for carrying out such testing and the complainant shall 


m ,| «| I • I ■«»4<l|<|4 MM*•WPffHW'» W-«f»M * «•' M *•*«*»( 
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be called upon to deposit such expenses relating to testing, transportation and other incidental 
expenses with the Bureau, within such time, as may be determined by the Bureau. 

(3) Where samples of distribution transformer used for testing fails the test, the 
permittee shall be afforded another opportunity and the Bureau shall conduct a second test 
with twice the quantity of distribution transformer used in the first test, at the cost of the 
permittee. 

(4) Where the second test also fails, the Bureau shall direct that the permittee 
shall, within a period of two months,- 

(a) correct the star level displayed on the label of the distribution transformer or 
remove the defects and deficiencies found during testing; 

(b) withdraw all the stocks from the market to comply with the directions of the 
Bureau; and 

(c) change the particulars displayed on advertising material. 

(5) Where the permittee fails to comply with the directions issued by the Bureau 
under sub-regulation (4), the Bureau shall - 

(a) withdraw the permission; 

(b) notify the consumers in such manner as it deems fit; 

(c) initiate adjudication proceedings against such permittee under section 27 of 
the Act 

12. Cancellation of Permission - The Bureau may cancel the permission granted under 
regulation 7 if the permittee - 

(a) fails to comply with any of the terms and conditions specified under regulation 

8 ; 

(b) fails to pay label fee within the period specified under regulation 9. 


AJAY MATHUR. Direcror-General 
[ADVT-III/4/Exty./l 85/09] 


Vo 5 S 
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FORM 1 
[See regulation 6] 

APPLICATION for permission to affix label on distribution transformer under the Bureau of 
Energy Efficiency (Particulars and Manner of their display on Label of Distribution 
Transformers) Regulations, 2009 

THE DIRECTOR GENERAL 
BUREAU OF ENERGY EFFICIENCY 
(MINISTRY OF POWER, GOVT. OF INDIA) 

4 th floor, sewa bhawan, 

SECTOR - 1, R.K.PURAM 
NEW DELHI-110 066 
INDIA. 


1/ We are the manufacturers/importers of distribution transformer carrying on 

business at_(full business address) under the style of 

_ (full name of individual or firm) hereby apply for 

permission to affix label on distribution transformers as specified by the Bureau in the Bureau 
of Energy Efficiency ( Particulars and Manner of their display on the Label of Distribution 
Transformers) Regulations, 2009. 

2. Manufacturing Facility: The above equipment is manufactured/imported by 

__(Name of the company) and is manufactured at_(Name and 

address of die factory) 

3. Details of Information: The details of the information in respect of the equipment, 
company, manufacturing facility, certification for test products, labels and payment is given 
in Annexure . A photocopy of the certificate of incorporation issued by the Registrar of Firms 
or Societies/Director of Industries (in case of Small Scale Units) Or similar other documents 
authenticating the name of the firm and its manufacturing premises is enclosed. 

a) Applicant: _ (Name and Designation) is authorised to 

make this application on behalf of the company/firm/etc, and will be responsible for accuracy 
of the information supplied with this application. 

b) Contact Person:__(Name and Designation) is the authorized 

contact person for coordination with the Bureau in respect of this application and the use of 
the Label. 

c) I/We undertake to intimate to the Bureau of any change in the authorized persons 
defined in (a) or (b) above as soon as it takes place. 

4. Conformation to Quality Standards: I/We conform to the Bureau of Indian 
Standard/other international standards in respect of Quality System/Other standards in 

accordance with IS/Others (name and number of the standard)_ as specified in 

the Notification on_ Jt\t\c of the Notification) for the_(name 
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of the equipment). A copy of the License/certificate in respect of the above equipment is 
enclosed. 

I/We have testing arrangements at_(Name and address of the laboratory.) for 

ensuring consistency in quality of the equipment. 

Lab details: 

a) Tests details: (Test procedures/name/number) 

b) Accreditation status: 

c) Bureau of Energy Efficiency approval: 

5. Production and sales figures of the said equipment and the value thereof to the best of 
my/our knowledge and estimates are as follows: 


Year 

Production 

Sales 


Last year from 
to 

Current year from 
to 

(estimate) 





6. a) An application fee of rupees one thousand_has been paid by 

D.D.No.dated.../electrionic mode. 

(b) A label Security Fee of rupees one lakh_has been paid 

by D.D.No.dated;/electronic mode. 

(c) I/We agree to pay the labelling fee of rupees one hundred per label. 

7. I/We agree to abide by all the terms and conditions specified by the Bureau and 
extend necessary assistance/co-operation to the Bureau in case of any enquiry to be made by 
it. 

8 I/we authorise the Bureau of Energy Efficiency for selection of sample for verification 
and challenge testing and agree to abide by the directions of the Bureau in this regard. 

9. I/We undertake that the information supplied in this application is accurate to the best 
of my knowledge, and should any of the information supplied be found to be incorrect; the 
application may be rejected forthwith. 

Dated this. Day of.(Year) 

Signature. 

Name.. 

Designation... 

For and on behalf of.... 

(Name of the firm) 

SEAL OF FIRM 
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L Details of the Equipment 


1 

Equipment/ Type 

2 

Make/Manufacturer/Importer 

3 

Model name/ Number 

4 

Transformer Capacity kVA 

5 

Voltage 

6 

Year of manufacturing/importing 

7 

IS1 certificate details 
(Attach copy of the Certificate) 

$ 

Quality System certificate details 
(Attach copy of the Certificate) 

9 

Total losses at 50% loading 

watts 

10 

Total losses at 100% 

watts 


SI. 

No. 

Model 

Name/ 

No. 

Measured Values 

Rated Values 



No 

Load 

Loss 

(watts) 

Load 

Loss 

(watt) 

Total Losses 

Total Losses 

Star Rating 

50% 

loading 

100% 

loading 

50% 

loading 

100% 

loading 




















2. Details of the Company 


Name of the Company: 


Address 


Pin Code 


State 


Phone No. 


Fax No. 


E-Mail 


Web site 



it Hl|ill 1 |; |.l H 
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[^FTIII—^^4] 


*TTCcf 


3. Details of the Manufacturing Fa 


Pin Code 


State 


Phone No. 


Fax No. 


E-Mail 


Web site 


Any other details 



4. Certification for Test details 


Name of the Test standard, No. and Year 


Name of the test Laboralo 


Accreditation status 

Attach copy of the accreditation certificate 



Pin Code 


State 


Phone No. 


Fax No. 


E-Mail 


Web site 



5. Product Details 


Date of commencement 


Number of labels applied for BEE 
for the first year - 
for the second year - 
for the third year - 


Product Serial No. 


Test report 


Sample Label 



6. Label Details 
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3 

Make/Manufacturer/Importer 

4 

Model name/ Number 

5 

Transformer Capacity kVA 

6 

Voltage 

7 

Year of manufacturing/importing 

8 

Star Level 

9 

Total losses at 50% loading 

_watts 

10 

Total losses at 100% 

watts 


7. Payment details, if Proposed to pay in advance (Optional). 


No. Of Labels 

Labeling fee 
per unit 

Total Amount /Details of Payment 



Amount: 

Crossed demand draft details: 

Date: 


Date 


Signature 


Name . 


Designation. 

For and on behalf of. 


(Name of the firm) 
SEAL OF FIRM 


, i.« fIMlWMH in «• *H-> I • 
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To 


FORM II 
[See Regulation 7] 
Permission / Renewal of Permission 
No. 


Bureau of Energy Efficiency 
New Delhi, Dated 


1. Pursuant to die provisions of regulation 7 of the Bureau of Energy Efficiency 
(Particulars and Manner of their display on Labels of Distribution Transformers) 
Regulations, 2009, the BUREAU hereby permits you to affix Label as per details of 
approvals set out in the Annexure. 

2. This permission is subject to- 

(a) the star level displayed on the label of the distribution transformer shall 
conform to energy consumption standards for distribution transformer notified 
under clause (a) of section 14 of the Act; 

(b) the label shall be affixed only on such model of distribution transformer for 
which permission has been granted; 

(c) the label shall be printed and affixed on the distribution 'transformer at the 
cost of the permittee; 

(d) the permittee shall ensure that the star level displayed on the label of 
distribution transformer shall be maintained at all time; 

(e) the permittee shall pay the label fee of rupees one hundred per label; 

(f) the permittee shall furnish to the Bureau a statement containing details of 
production of labelled equipment and the accrued labelling fee due for each 
quarter within the following month of the close of each quarter of the financial 
year. The same details shall be furnished to the Bureau also through automated 
system. 

(g) tiie permittee shall make available such other details of distribution 
transformer as and when sought by the Bureau for which the permission has 
been granted. 

3. This permission shall be valid from.to-. 

and may be renewed as prescribed. You shall not withdraw the distribution transformer 
from the market during the validity period of permission except with the prior approval of 
the Bureau. 

4. The unique label series code for the equipment is.. and should 

appear on the label as per the approved design. 

5. Where the star level plan on review is modified by the Bureau and the star level of 
the distribution transformer stand modified, you shall seek the permission afresh. 

6. Signed, Sealed and Dated this.. Day of month...year. 

(Secretary) 

BUREAU OF ENERGY EFFICIENCY 
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l. Details of the Equipment 

1 

Equipment/ Type 

2 

Make/Manufacturer/Importer 

3 

Model name/ Number 

4 

Transformer Capacity kVA 

5 

Voltage v: 

6 

Year of manufacturing 

- - 

9 

Total losses at 50% loading watts 

10 

Total losses at 100% watts 


SI. 

No. 

Model 

Name/ 

No. 

-■ 

Measured Values 

Rated Values 



No 

Load 

Loss 

(watts) 

Load 

Loss 

(watt) 

Total Losses 

Total Losses 

Star Rating 

50% 

loading 

100% 

loading 

50% 

loading 

100% 

loading 














_ 






2. Label Details 


1 

Equipment 

2 

Type 

3 

Make/Manufacturer/Importer 

4 

—----• 

Model name/ Number 

~ 

Transformer Capacity kVA 

6 

Voltage 

7 

Year of manufacturing/importing 

$ 

Star Level 

__- ----- -- — -!-- - 


'•mwt i »Ri i, n 
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4. The label design, size , colour scheme, material to be used for the label and die 
content of the label and colour scheme of the Bureaus’ logo shall be as specified in the 
Schedule to the Bureau of Energy Efficiency (Particulars and Manner of their Display on 
Labels of Distribution Transformers) Regulations, 2009 


Date Signature 

Name .... 



(Name of the firm) 
SEAL OF FIRM 


fbRM III 

[See Regulation 7 (2)] 
Register of Permittees 


£or and bn behalf of 


Sl.No 

Applicat 
ion No. 
and Date 
of 

Permissi 

on 

Name and 
details of the 
permittee 
(Contact 

Person, Address 
Pin Code, State, 
Phone No., Fax 
No., E-Mail, 

Web site) 

Details of 
equipment 
for which 
the 

permission 
has been 
granted 

Star level or 
Efficiency 
level 
declared 

BEE permission 
number and 
unique label 
series. 

Period for 
which the 
permission 
has been 
granted 

1 2 

3 

4 

5 

6 

7 


'HUM*. II 
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Amount of label security 
fee 

Label Security Fee received by 

Crossed Demand draft (Details)/ 
Electronic transaction (Details): 

Date:) 

Application Fees details of 
Amount Received (Crossed 
Demand draft Details/ 
Electronic transaction Detail’s: 
Date:) 

8 

9 

10 


Number of labels affixed at 
the end of the each financial 
year 

Amount of labelling 
fee due 

Labelling fees details of 
Amount Received 
(Crossed Demand draft 
Details/ Electronic 
transaction Detail’s: 

Date:) 

Remarks 

11 

12 

13 

14 
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